2                RA YS OF POSITIVE ELECTRICITY

should be several times the diameter of the hole and its axis
perpendicular to the plane of the cathode; the anode is a
wire fused into the upper part of the tube. When the pres-
sure of the gas is properly adjusted, the positive rays stream
through the tube into the lower part of the vessel while
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the cathode rays shoot upwards. The contrast between the
colour of light due to the positive rays and that due to the
cathode rays is, when some gases are in the tube, exceedingly
striklqg. Of all the gases I have tried for this purpose neon
gives the most striking results, for with this gas the light dueed.
